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- THIS IS UNEVALUATED INFORMATION 


1, Location, | \ The Banhida (¥ 94) power station is built on the western 
outskirts of the village, near the Greg Lake.‘ See eketoh I for further 
details. 

2.. Consumption. ! The thermal power station has a daily consumption of 400 

ears of low grade coal, which comes from the Tatabdnya mines located 3 kn. 
away. The daily water consumption is 50,000 cubic meters. | ‘ 


3,  Qutput. The Bdnhida power station has a monthly output of 25,000,000 — 
kilowatt hours. ) The electricity is delivered to the following consumers: 


a. Hungarian State Railways - the Istvdntelke general repair workshops. — 
b. Bazkrt- - The nationalized streetcar network of Budapest and suburbs. 
c.  Bsgm ~ The capital ‘s electricity supply. 

d. | ‘Some electricity. is supplied to Czechoslovakia through Komérom, 4 


4. Details of Plant, The following ass is to be used in peiune ion with the 
attached sketch No. II. 


(1) Offices (managerial and directing staff) a two-story building, 20 x 10 oe ea 
(2) Turbine shed — 80 x 30 meters » 20 meters hich, 


(3) =Bofler house - 50 x 30 meters. 
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Unloading station of cable supply railway. 


Cable railway. . 


? (described as "open connecting and securing arrangements"), Possibly open 


air power lines and connections. 
Water tower. 


Transformer and "Blocking houses"(sic), 


National Grid. (me Bénhida power station is linked to the Hungarian National 
Grid, by which all the major power stations are rater arose to permit 
sventurt load-shedding should any station by incapacitated. 
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‘The power plants connected to this grid are 4s follows: 


Budapest ~ Kelenf8ld 

Banhida | 

Gy8r - two plants, the National and the one belonging to the: "Car Factory™. 
Ajka (near Veszprém) 


Komlé (Pécs area) 


. Szeged 


Matra area (no exact location given) 


Didsgy8r — Miskole, 


The following power plahts are still under construction, but will eversually 
be linked to the National Grid: 
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Tnote 
Sztalinvdros (Dunapentele) 
Tiszal6k 


Lovdszi (in the Lispe oil well district). 
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SKETCH I 
. Location of the Banhida Power Plant 
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Details of the Banhida Plant 
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